CUSTOMER SERVICE BULLETIN 


Radw/haeK 

CUSTOMER 

SERVICE 

BULLETIN 




Bulletin No. 4540-04 


Description STATISTICAL ANALYSIS 
Model McDdel II 


400 Atrium— Otm Tandy Cantar, Fort Worth, Taxaa 76102 




Stock No. 26-4540 Version 1.0 
Date April 19, 1982 

Page 1 of l 


Problem 

Variable names do not change as variables change in Correlation Matrix. 


Solution 

The problem is corrected following the st^s listed below. 

1. Bacicip the diskette(s) and make the changes on the BcicJo^) oopy of the 
program. 

2. In BASIC load the program by typing IDAD"(DREUV'BAS". 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 

Old Line; 120 PRINr;LL%=^4ElV8-1000:DIMX#(LL%),B$(300),V$(12),X$(12),VN$(12) 

New Line; 120 PRINT;LL%=MEM/8-1000;DIMX#(LL%),B$(300),V$(12),X$(12), 
VN$(12),NN$(12) 

Old Line; 2060 ONERRQRQOTO0; 1«%=CVI (NR$); NV%=CVI (NV$): P0RJ=1TO12; 
VN$(J)=V$(J);NEXTJ 

New Line; 2060 (»ffiRRC»QOTO0;Mt%=CVI(1»$) ;NV%=CVI(NV$) ;P0RJ=1T012; 
VN$(J)=V$(J) :1W$(J)=V$(J) ;NEXTJ 

ADD ; 

New Line; 2140 FOR 1X)=1 TO NV;VN$(DD)=NN$(WV%(C©)) ;NEXT DD 


4. Type SAVE"CDRRI/BAS" to save the changes in the program. 

5. At TEISDOS READY, maJce a backup oopy of the corrected diskette. 





















